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Condenser Units 


RED DOT R6160 CONDENSER UNIT - 12V/24V 


PART N” 
CNR-96412 
CNR-96424 


CAPACITY 
AIRFLOW: 


CURRENT 
DRAW: 


CASING: 
WEIGHT: 
WIDTH: 
DEPTH: 
HEIGHT: 


Highgate 


VOLTAGE 
12V 
24V 


24,000 BTU 


12A @ 13.6V 
бА (9 272У 


PLASTIC 
10.45KG 
645ММ 
572ММ 
188ММ 


UNIT PART М2 COIL PART N” FAN PART N” MOTOR PART N” BLADE PART М2 DRIER PART N” RELAY PART М2 SWITCH PART N” Š 
[*] 
CNR-96412 CNS-98613 MO-12750 FAS-17596 DR-70529 REE-98612 SW-49500 a 
5 
CNR-96424 CNS-98613 МО-24750 FAS-17596 DR-70529 REE-98624 SW-49500 % 
5 
RED DOT R6260 CONDENSER UNIT - 12У/24У 
PART N” VOLTAGE 
CNR-96432 12V 
CNR-96434 24V 
CAPACITY 38,000 BTU 
) AIRFLOW: | |970СЕМ 
CURRENT 15А @ 13.6V 
DRAW: 8A @ 27.2V 
CASING: PLASTIC 
WEIGHT: 14KG 
WIDTH: 645MM 
DEPTH: 580MM 
HEIGHT: 216MM 


UNIT PART N° COIL PART N° FAN PART N° MOTOR PART N° | BLADE PART N° DRIER PART N° RELAY PART N° | SWITCH PART N° 
CNR-96432 CNS-96432 FA-12680 
CNR-96434 CNS-96432 FA-14291 


>: 
JU 
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Condenser Units 


RED DOT R4500 CONDENSER UNIT - 12V/24V 


PART N” 
CNR-96442 
CNR-96444 


CAPACITY 
AIRFLOW: 


CURRENT 
DRAW: 


CASING: 
WEIGHT: 
WIDTH: 
DEPTH: 
HEIGHT: 


VOLTAGE 
12V 
24V 


45,200 BTU 
2010CFM 


30.3A @ 15.6V 
15.2A @ 272V 


PLASTIC 
38.6KG 
1086MM 
560MM 
237MM 


UNIT PART N° COIL PART N° FAN PART N° MOTOR PART N° BLADE PART N° DRIER PART N° RELAY PART N° SWITCH PART N° 
CNR-96442 CNS-96442 FA-10785 DR-70529 REE-98612 SW-49568 
CNR-96444 CNS-96442 FA-14385 DR-70529 REE-98624 SW-49568 

RED DOT R9720 CONDENSER UNIT - 12V/24V 
PART N° VOLTAGE 
CNR-96452 12V 
J CNR-96454 24V 
CAPACITY 27,000 BTU 
t AIRFLOW: | | 740CFM 
CURRENT 105A @ 136V 
w DRAW: 5.3A @ 272V 
CASING: STEEL 
WEIGHT: 16.8KG 
WIDTH: 686MM 
a DEPTH: 311MM 
|| 
| HEIGHT: 290MM 


UNIT PART N? COIL PART N? FAN PART N” MOTOR PART N? | BLADE PART N? DRIER PART N? RELAY PART N° | SWITCH PART N° 
CNR-96452 CNS-96452 MO-12750 FAS-17600 DR-70825 REE-98612 SW-49568 
CNR-96454 CNS-96452 MO-24750 FAS-17600 DR-70825 REE-98624 SW-49568 
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Condenser Units 


RED DOT R9725 CONDENSER UNIT - 12V/24V 


PART N” 
CNR-96512 
CNR-96524 


CAPACITY 
AIRFLOW: 


CURRENT 
DRAW: 


CASING: 
WEIGHT: 
WIDTH: 
DEPTH: 
HEIGHT: 


Highgate 


VOLTAGE 
12V 
24V 


33,000 BTU 
900CFM 


24A @ 15.6V 
12A @ 272V 


SEE 
18.2KG 
65OMM 
406MM 
254MM 


UNIT PART N” COIL PART N° FAN PARTN° | MOTOR РАВТ № | BLADE PART № | DRIERPARTN? | RELAY PART № | SWITCH PART № Š 
9 
CNR-96512 CNS-96512 MO-12750 FAS-17585 DR-71730 REE-98612 SW-49500 a 
5 
CNR-96524 CNS-96512 MO-24750 FAS-17585 DR-71730 REE-98624 SW-49500 % 
5 
RED DOT R9730 CONDENSER UNIT - 12V/24V 
PART N” VOLTAGE 
apa 
h an CNR-96552 12V 
CNR-96554 24V 
e KAN 
е ; Z” ` 
= HO 
SN 
li Ж 
ii Ш. \ 
NN ` MI 
\ CAPACITY 44,500 BTU 
Е AIRFLOW: 1500CFM 
ЕР CURRENT 26А @ 13.6V 
s 
DRAW: 15А (o 27.2V 
< CASING: STEEL 
WEIGHT: 33.6KG 
WIDTH: 955MM 
DEPTH: 259MM 
HEIGHT: 387MM 


UNIT PART N° COIL PART N° FAN PART N° MOTOR PART № | BLADE PART № | DRIER PART № | RELAY PART № | SWITCH PART N° 
CNR-96552 CNS-96554 MO-12750 FAS-17600 DR-71730 RES-98712 SW-49568 
CNR-96554 CNS-96554 MO-24750 FAS-17600 DR-71730 RES-98712 SW-49568 

Р ] | Е 
> 
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Underdash Units 


EV-11202 


UNDERDASH, AIR-CHIEF, 303-100, 
12V, COOLING ONLY, UNIVERSAL 


COOLING: 11,100 BTU 
HEATING: 

CFM: 195 СЕМ 
WEIGHT: 

WIDTH: 400 MM 
DEPTH: 310 MM 
HEIGHT: 148 MM 


EV-11242 | EV-11244 


UNDERDASH, AIR-CHIEF, 747-100R, 
12V/24V, COOLING ONLY, REMOTE 


CONTROL 
COOLING: 1,500 BTU 
HEATING: 

CFM: AOS) СЕМ 
WEIGHT: 

WIDTH: 420 MM 
DEPTH: 290 MM 

HEIGHT: 155 MM 


EV-11247 


UNDERDASH, AIR-CHIEF, 747-100R, 
12V, COOLING ONLY, REMOTE 
CONTROL, CONCEALED 


EV-11262 
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COOLING: 1100 BTU 
HEATING: 

CFM: 195 CFM 
WEIGHT: 

WIDTH: 420 MM 
DEPTH: 285 MM 
HEIGHT: 150 MM 


UNDERDASH, AIR-CHIEF, 432-100, 
12V, COOLING ONLY 


COOLING: 12,700 BTU 
HEATING: 

CFM: 200 CFM 
WEIGHT: 

WIDTH: 367 MM 
DEPTH: 315 MM 
HEIGHT: 168 MM 


Underdash Units 


Highgate 


EV-11282 | EV-11284 


UNDERDASH, AIR-CHIEF, 848-100, 
COOLING ONLY, REMOTE CONTROL 


- 12V/24V 
COOLING: 18,250 BTU 
HEATING: 

CFM: $05 CFM 
WEIGHT: 

WIDTH: 440 MM 
DEPTH: 325 MM 
HEIGHT: 180 MM 


EV-11292 | EV-11294 


UNDERDASH, AIR-CHIEF, 848-100, 
COOLING ONLY, REMOTE CONTROL, 
CONCEALED - 12V/24V 


COOLING: 18,250 BTU 
HEATING: 

CFM: 310 CFM 
WEIGHT: 

WIDTH: 450 MM 
DEPTH: 327 MM 
HEIGHT: 165 MM 


EV-11302 
UNDERDASH, AIR-CHIEF, FORMULA 
1, 12V, COOLING ONLY, REMOTE 
Е [5 | CONTROL, CONCEALED 


COOLING: 8,680 BTU 
HEATING: 

CFM: ISOCAM 
WEIGHT: 

WIDTH: 375 MM 
DEPTH: 287 MM 
HEIGHT: 140 MM 


EV-11422 


UNDERDASH, AIR-CHIEF, SEASON 


2A 
JU 


AIR, 12V, COOLING ONLY 


COOLING: 14,850 BTU 
HEATING: 

CFM: 

WEIGHT: 

WIDTH: 595 MM 
DEPTH: $17 MM 
HEIGHT: 140 MM 
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Underdash Units, Ceiling Mount Units 


EV-11452 


EV-11462 


EV-12082 


UNDERDASH, AIR-CHIEF, FORMULA, 
12V, COOL & HEAT 


COOLING: 10,800 BTU 
HEATING: 2,700 BTU 
CFM: 

WEIGHT: 

WIDTH: 393 MM 
DEPTH: 517 MM 
HEIGHT: 140 MM 


UNDERDASH, AIR-CHIEF, FORMULA 
111, 12V, COOL & HEAT, REMOTE 
CONTROL, CONCEALED 


COOLING: 10,800 BTU 
HEATING: 2,700 BTU 
CFM: 

WEIGHT: 

WIDTH: 393 MM 
DEPTH: 517 MM 
HEIGHT: 140 MM 


AIR-CHIEF, CONCORD, 12V, COOLING 


ONLY, GREY 
COOLING: 9,000 BTU 
HEATING: 
Я CFM: $90 CFM 

WEIGHT: 

WIDTH: 780 MM 
DEPTH: 260 MM 
HEIGHT: 100 MM 


EV-12102 | EV-12104 


AIR-CHIEF, MINIBUS, 12V/24V, 
COOLING ONLY, BLACK 
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COOLING: 22,220 BTU 
HEATING: 

CFM: 390 CFM 
WEIGHT: 

WIDTH: 670 MM 
DEPTH: 230 MM 
HEIGHT: 140 MM 


Ceiling Mount Units 


Highgate 


EV-12113 


AIR-CHIEF, MICROBUS, 12V, 
COOLING ONLY, HIGH CAPACITY, 
REMOTE CONTROL, BLACK 


COOLING: 32,200 BTU 


HEATING: 

CFM: 610 CFM 
WEIGHT: 

WIDTH: 802 MM 
DEPTH: 325 MM 
HEIGHT: 173 MM 


EV-12132 | EV-12134 


AIR-CHIEF, MICROBUS SERIES 2, 
COOLING ONLY, HIGH CAPACITY, 
REMOTE CONTROL, GREY - 12V/24V 


COOLING: 532200 BTU 
d HEATING: 
у 
\ СЕМ: 910 СЕМ 
( 
WEIGHT: z 
= > 9 
E a WIDTH 800 MM 3 
“ч ШУ аа ОЕРТН: 350 MM 3 
HEIGHT: 170 MM 8 
2 
л 


ЕУ-12152 | ЕУ-12154 


AIR-CHIEF, MINIBUS SERIES 2, 
COOLING ONLY, REMOTE CONTROL, 


_ — 
" GREY - 12V/24V 
No > 
9 COOLING: 22,220 BTU 
= HEATING: 
- 
СЕМ: 590 СЕМ 
- WEIGHT: 
— _ WIDTH: 680 MM 
~ Se ` Bo DEPTH: 305 MM 
— te ES HEIGHT: 140 MM 


EV-12172 


AIR-CHIEF, BUS ONE, 12V, COOLING 
ONLY, HIGH CAPACITY, NO 
LOUVRES, BLACK 


COOLING: 38,500 BTU 


HEATING: 

CFM: 680 CFM 
WEIGHT: 

WIDTH: 380 MM 
DEPTH: 315 MM 
HEIGHT: 174 MM 
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Ceiling Mount Units 


EV-12442 | EV-12444 


COOLING: 
HEATING: 
CFM: 
WEIGHT: 
WIDTH: 
DEPTH: 


HEIGHT: 


EV-12462 | EV-12464 


COOLING: 
HEATING: 
CFM: 
WEIGHT: 
WIDTH: 
DEPTH: 


HEIGHT: 


EV-12472 | ЕУ-12474 


ЕУ-12476 | ЕУ-12478 
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RED DOT, R9715, COOLING ONLY, 
BLACK - 12V/24V 


39,500 BTU 


Sy СЕМ 


668 MM 


559 MM 
221 MM 


RED DOT, R9755, COOLING ONLY, 
BLACK - 12V/24V 


17000 BTU 


240 CFM 


559 MM 


367 MM 
128 MM 


RED DOT, R9759, COOLING ONLY - 


12V/24V 
COOLING: 25,000 BTU 
HEATING: 
CFM: 400 CFM 
WEIGHT: 
WIDTH: 686 MM 
DEPTH: 447 MM 
HEIGHT: 165 MM 


RED DOT, R9759, COOL & HEAT - 


12\/24\ 
COOLING: 25,000 BTU 
HEATING: 30,000 BTU 
CFM: 400 CFM 
WEIGHT: 

WIDTH: 686 MM 
DEPTH: 447 MM 
HEIGHT: 165 MM 


Floor Mount Units, Wall Mount Units 


EV-12572 | EV-12574 


COOLING: 

HEATING: 

CFM: 
ROS-99701 

WEIGHT: 


WIDTH: 


DEPTH: 
HEIGHT: 


EV-12802 | EV-12804 


COOLING: 
HEATING: 
CFM: 
WEIGHT: 
WIDTH: 
DEPTH: 
HEIGHT: 


EV-12842 | EV-12844 


WALL MOUNT, RED DOT, R7830, 
12V/24V, COOLING ONLY, METAL, 
BLACK 


COOLING: 
HEATING: 
CFM: 
WEIGHT: 
WIDTH: 
DEPTH: 
HEIGHT: 


EV-12852 


COOLING: 
HEATING: 
CFM: 
WEIGHT: 
WIDTH: 
DEPTH: 


HEIGHT: 


2A 
JU 


FLOOR MOUNT, RED DOT, R9520, 
12V/24V COOL & HEAT 


WALL MOUNT, RED DOT, R5045-3, 
12V/24V, COOL & HEAT, BLACK 


WALL MOUNT, RED DOT, R8500, 12V, 
COOL & HEAT, METAL, BLACK 
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Highgate 


33,070 BTU 
31,000 BTU 
430 CFM 


453 MM 
350 MM 
260 MM 


33,000 BTU 
46,000 BTU 
430 CFM 


535 MM 
234 MM 
681 MM 


$мо-аау $4014004 


17180 ВТУ 


260 СЕМ 


324 MM 


211 MM 
493 MM 


15,200 BTU 


205 СЕМ 


445 ММ 


143 ММ 
370 MM 


Wall Mount Units, Rooftop Units 


EV-12862 | EV-12864 


WALL MOUNT, RED DOT, R8500, 
12V/24V, COOLING ONLY, METAL, 


BLACK 
COOLING: 15,200 BTU 
HEATING: 

CFM: 205 СЕМ 
WEIGHT: 

WIDTH: 445 MM 
DEPTH: 143 MM 
HEIGHT: 370 MM 


EV-12872 | EV-12874 


WALL MOUNT, RED DOT, R8545, 
12V/24V, COOLING ONLY, METAL, 


BLACK 

COOLING: 18,000 BTU 
HEATING: 
CFM: 265 CFM 

a WEIGHT: 15 KG 

5 WIDTH: 462 MM 

: DEPTH: 172 MM 

Ë HEIGHT: 518 MM 

Ё 


EV-12980 | EV-12984 


ROOFTOP OR SIDE MOUNT, RED 
DOT, R9800, 12V/24V, COOL & HEAT, 
METAL, WHITE 


COOLING: 25,000 BTU 
HEATING: 45,000 BTU 
CFM: 555 СЕМ 
WEIGHT: 32 KG 
WIDTH: 551 MM 
DEPTH: 663 MM 
HEIGHT: 231 MM 


EV-12990 


RED DOT, R9750, 24V, COOL 8 HEAT 


COOLING: 17,000 BTU 
HEATING: 25,600 BTU 
CFM: 240 CFM 
WEIGHT: 20 KG 
WIDTH: 626 MM 
DEPTH: 425 MM 
HEIGHT: 127 MM 
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LO-25105 


RECTANGULAR, 114 X 70ММ, BLACK, 
TAKES 2.5 INCH DUCT 


LO-25164 


RECTANGULAR, 153 X 48MM, BLACK, 
UNIVERSAL 


LO-25130 


RECTANGULAR, 125 X 39MM, BLACK, 
UNIVERSAL 


LO-25169 


RECTANGULAR, 195 X 85ММ, BLACK, 
KYSOR 


ТИ 


LO-25175 


RECTANGULAR, 251 X 38MM, BLACK, 
RED DOT 


LO-25300 


EYEBALL, 75MM (3 INCH), BLACK/ 
CHROME, TAKES 2.5 INCH DUCT 


к 
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Louvres 


Highgate 


LO-25145 


RECTANGULAR, 138 X 55MM, BLACK, 
UNIVERSAL 


LO-25170 


RECTANGULAR, 260 X ТОММ, BLACK, 
TWIN LOUVRE ASSEMBLY 


$мо-аау $4014004 


LO-25350 


EYEBALL, 69MM (2.7 INCH), TAKES 
2.5 INCH 


Louvres 


LO-25575 LO-25402 LO-28200 
EYEBALL, 69MM (2.7 INCH), BLACK, EYEBALL, 180 Х 90MM, BLACK, TWIN ROUND, 84MM, RED DOT R5045, 
UNIVERSAL EYEBALL ASSEMBLY R7830, R8515, R8545 


LO-28201 LO-98800 LOS-11282 


RECTANGULAR, UNDERDASH, AIR- 
CHIEF EVAPORATORS, EV-11282, 
EV-12113 


ROUND, 87MM, RED DOT R2000, NOZZLE, 64ММ (2.5 INCH), OUTLET 
R6830 DUCT 


LOS-98613 LOS-98618 LOS-98680 


RECTANGULAR, 195 X 83MM, RED ROUND, 107.5MM, SPAL JET VENT, 


ROUND, RED DOT R6000, R9727 DOT R9715 FIXED VANES 


ШІП 


Р:1800151515 “W: www.highgateair.com.au 


Louvres, Tubing 


Highgate 


LOS-98701 LS-55130 


ROUND, 100MM, AURORA BLACK ADAPTOR, 62MM, SUITS LO-25105, LO-25110 


ROS-99725 


PLENUM, RED DOT R9777, WITH CONTROLS, WITHOUT RETURN AIR DUCT 


TUBING 
IMAGE PART N° DESCRIPTION 
TU-54048 FLEXIBLE DUCTING, 48MM (2 INCH) ID, PVC COATED, NYLON SPINE 
TU-54057 FLEXIBLE DUCTING, 57MM (2.25 INCH) ID, PVC COATED, NYLON SPINE 
TU-54062 FLEXIBLE DUCTING, 62MM (2.5 INCH) ID, PVC COATED, NYLON SPINE 
TU-54075 FLEXIBLE DUCTING, 75MM (3.0 INCH) ID, PVC COATED, NYLON SPINE/METER 


> 
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Evaporator Replacement Parts Table 


EVAPORATOR 

PART N° COIL MOTOR TX VALVE |THERMOSTAT| RESISTOR |BLOWER WHEEL) SWITCH HEATER 
EV-11282 Evc-10282 | МО-72П VA-27494 | THE-11202 | RES-11282 WB-45474 SWE-11282 2 
EV-11284 Evc-10282 | МО-741П VA-27494 | ТНЕ-П284 | RES-12106 WB-45474 SWE-11284 Е 
EV-11292 ЕУС-0282 | МО-72П VA-27494 | ТНЕ-П202 | RES-98712 WB-45474 SWE-11282 : 
EV-11294 EVC40282 | МО-741П VA-27494 | THE-11284 | RES-98712 WB-45474 SWE-11284 : 
EV-11202 š MO-7211 VA-27494 | ТНЕ-П202 | RES-11202 WB-45470 : ° 
EV-11262 Evc-10262 | МО-72П VA-27494 | ТНЕ-П202 | RES-98712 WB-45471 z š 
EV-11302 Evc-m80 МО-7211 МА-27494 | ТНЕ-П202 | RES-98712 WB-45472 : Я 
EV-11180 Еус-піво MO-7211 VA-27494 | ТНЕ-П202 | RES-98712 WB-45473 : Е 
EV-11242 ЕУС-0262 | МО-72П VA-27494 | THE-11202 | RES-11282 WB-45474 SWE-11282 A 
EV-11244 EvC-10242 | mo-74m VA-27494 | ТНЕ-П202 | RES-12106 М/В-45475 SWE-11284 : 
EV-11247 EvC-10242 | МО-72П VA-27494 | ТНЕ-П202 | RES-98712 WB-45476 SWE-11282 a 
EV-11312 : MO-7211 VA-27494 | THE-11246 | RES-12105 WB-45477 р 5 
ЕУ-12152 Evc-mi6 MO-7211 VA-27494 | THE-11246 - WB-45478 SWE-12152 : 
EV-12154 EVC-TIN6 МО-741П VA-27494 | THE-11284 : WB-45479 SWE-12154 a 
EV-12082 Evc-m9 МО-12270 : THE-11202 : : : J 
EV-12132 Evc-m3 мо-7211 VA-27462 | THE-11202 | RES-12102 WB-45474 SWE-12152 A 

к EV-12134 Evc-m3 МО-741П VA-27462 | THE-N284 | ВЕ5-12107 WB-45474 SWE-12152 E 

5 ЕУ-12084 Evc-m9 : у THE-11202 : : SWE-12152 a 

: EV-11462 EVC-11122 MO-7211 VA-27462 | ТНЕ-П202 | RES-98712 WB-45474 7 : 

E EV-12102 Evc-m6 MO-7211 VA-27494 | THE-11202 | RES-12102 WB-45479 : : 

° EV-12104 EVC-I1116 MO-7411 VA-27494 | THE-11284 Е WB-45479 SWE-11202 Е 
ЕУ-12124 Evc-m3 MO-7411 VA-27494 | THE-11284 : WB-45474 Е а 
EV-12113 Evc-m3 MO-7211 VA-27494 | ТНЕ-П202 | RES-12102 WB-45474 SWE-12113 : 
EV-12172 EVC-11172 MO-7211 VA-34448 | THE-11202 : WB-45474 : Е 
EV-12174 EVC-11172 MO-7411 VA-34448 | THE-11284 | RES-12107 WB-45474 : : 
EV-12442 EVC-12442 | EVB-12225 | VA-46983 | TH-20925 | RES-98712 Е SW-42010 : 
EV-12444 | EVC-12442 | EVB-24225 | VA-46983 | TH-20925 | RES-98712 В SW-42010 с 
EV-12462 | EVC-98752 | MO-12235 | УА-46528 | TH-20920 : WB-52200 SW-42010 4 
EV-12464 | EVC-98752 | MO-24235 | УА-46528 | ТН-20920 : WB-52200 SW-42010 2 
ЕУ-12842 EVC-12832 | МО-24345 | УА-46528 | TH-20920 | RES-98712 WB-57820 SWE-12842 = 
EV-12844 EVC-12832 | МО-24345 | УА-46528 | TH-20920 | RES-98712 WB-57820 SWE-12842 : 
Ev-12862 EVC-12862 | MO-12235 : TH-20920 Е WB-52200 - НТС-75936 
EV-12864 EVC-12862 | MO-24392 : TH-20920 Í WB-52200 А НТС-75936 
EV-12872 EVC-12872 | MO-12394 | VA-46528 | TH-20920 | RES-98712 вю SWE-12872 | HTC-75845 
ЕУ-12874 EVC-12872 | MO-24394 | VA-46528 | TH-20920 | RES-98712 We 5250 SWE-12872 | HTC-75845 
ЕУ-12980 EVC-12532 | MO-12396 - ТН-20920 | RES-98712 : ? HTC-75959 
EV-12984 EVC-12532 | MO-24396 : TH-20920 | RES-98712 : s HTC-75959 
EV-12572 2 2 VA-46983 | TH-20920 | RES-98712 2 : : 
EV-12574 : Е VA-46983 | TH-20920 | RES-98712 : 1 Е 
EV-12792 EVC-12792 | MO-12396 | VA-46528 | TH-20925 | RES-98712 WB-57820 - Е 
EV-12794 EVC-12792 | MO-24396 | VA-46528 | TH-20925 | RES-98712 WB-57820 í Е 
Ev-12802 EVC-12792 | MO-12396 | VA-46528 | ТН-20925 | RES-98712 WB-57820 1 А 
ЕУ-12804 EVC-12792 | MO-24396 | VA-46528 | TH-20925 | RES-98712 WB-57820 E : 
EV-12822 : a VA-46528 | TH-20925 | RES-98712 - : Е 
EV-12824 қ Е VA-46528 | TH-20925 | RES-98712 : Е Š 
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Heater Assemblies 


Highgate 


HT-12140 HT-24150 
HEATER UNIT, BERGSTROM, PASCAL, 12V, HEATING ONLY, HEATER UNIT, RED DOT, R-2020, 24V, HEATING ONLY, 
UNIVERSAL UNIVERSAL, METAL CASE 


HT-24165 HT-24170 
HEATER UNIT, RED DOT, R254-0-24, 24V, HEATING ONLY, HEATER UNIT, RED DOT, R270-0-24P, 24V, HEATING 
METAL CASE ONLY, UNIVERSAL, PLASTIC CASE 


HT-35412 HT-35424 
HEATER UNIT, PTC CERAMIC, ELECTRIC, 12V 300W, HEATER UNIT, PTC CERAMIC, ELECTRIC, 24У 300W, 
HEATING ONLY, UNIVERSAL HEATING ONLY, UNIVERSAL 
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Red Dot R6100 


ROOFTOP UNIT, RED DOT, R6100, COOLING ONLY, LOW PROFILE - - 12V/24V 


MAA с аа >>> “ 
Lom] — Z 
== = = = 
— хае s 


л 
2 
9 
а 
4 
л 
б 
Е 
Š 
° 
a 


642 mm PART N° VOLTAGE 
са 5 | " .. — 
EF i RO-98612 2V 
RO-98624 24V 
VA 
188 mm CAPACITY: 6,000 BTU 
AIRFLOW: 265СЕМ 
1 СОВВЕМТ 
| DRAW: О.5А @ 272V 
a men "m 
ASING: PLASTI 
326 mm CASING s 
790 mm WEIGHT: 20KG 
m = WIDTH: 645MM 
DEPTH: 790MM 
HEIGHT: 188MM 
(е) (е) 
.- l asé 
257 mm 
REPLACEMENT, BLOWER |CONDENSER EVAPORATOR HEATER RECEIVER 
PARTS WHEEL COIL COIL FAN BLADE COIL | MOTOR DRIER RESISTOR SWITCH |THERMOSTAT] TX VALVE 
PART N° WB-52600 | CNS-98613 | EVC-98612 | FAS-17596 MO-12750 DR-70529 | RES-98712 | SW-49590 | TH-20925 VA-46528 
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ROOFTOP UNIT, RED DOT, R6101, COOLING ONLY, LOW PROFILE - 12V/24V 


eee 


29" 
761mm 


FRONT 


Red Dot R6101 


PART N° 
КО-98652 


RO-98634 


AIRFLOW: 


CURRENT 
DRAW: 


CASING: 
WEIGHT: 


WIDTH: 
DEPTH: 


HEIGHT: 


12.7" 
322тт 
FRONT 
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CAPACITY: 
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VOLTAGE 
12V 
24V 


21,300 BTU 
299 


277A @ 13.6V 
12.9A @ 27.2V 


PLASTIC 
181kg 
569MM 
761MM 
195MM 


Red Dot R9727 


ROOFTOP UNIT, RED DOT, R9727, COOLING ONLY, WITHOUT AIR FILTER - 12V/24V 


— к "ль Е 
— -— > в. 
т = 
= si \ 


л 
2 
6 
a 
4 
л 
б 
Е 
Š 
° 
a 


624 mm PART N° VOLTAGE 
= L. 
E RO-98702 12у 
[ TI П ] і 
5 RO-98704 24V 
— OB 
[e] 
) 264тт CAPACITY: 22,000 BTU 
AIRFLOW: 320CFM 
= = CURRENT 25A @ 12V 
7 DRAW: 13A @ 24V 
^ 320mm ` CASING: STEEL 
W 768 mm = WEIGHT: 47KG 
= WIDTH: 624MM 
T га ГА 
© DEPTH: 768MM 
9 ў ç 
HEIGHT: 264MM 
=) 
257 mm 
REPLACEMENT, BLOWER |CONDENSER EVAPORATOR HEATER RECEIVER 
PARTS WHEEL COIL COIL FAN BLADE COIL | MOTOR DRIER RESISTOR SWITCH |THERMOSTAT] TX VALVE 
o WB-58515 MO-12750 
PART N WB-58510 CNS-98712 | EVC-98713 | FAS-17600 MO-24750 DR-70531 RES-98712 | SW-49500 | TH-20925 VA-46528 
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Red Dot R9757 


ROOFTOP UNIT, RED DOT, R9757, COOLING ONLY - 12V/24V 
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с 857 mm " WITHOUT OPTIONAL AIR 
а з ТЇСЇ FILTER - REPLACES R9737 
PART N° VOLTAGE 
657mm 
RO-98812 12v 
RO-98824 24V 
В ! CAPACITY: 25,000 BTU 
AIRFLOW: 400CFM 
CURRENT 35A @ 12V 
857 mm DRAW: 175A 24V 
T т i CASING: STEEL 
— a WEIGHT: 6IKG 
о on 
o © % 292mm WIDTH: 657MM 
% by DEPTH: 857MM 
О о Y 
l HEIGHT: 300MM 
REPLACEMENT, BLOWER |CONDENSER EVAPORATOR HEATER RECEIVER 
PARTS WHEEL COIL COIL FAN BLADE COIL MOTOR DRIER RESISTOR SWITCH |THERMOSTAT] TX VALVE 
WB-58518 MO-12396 
PART N WB-58517 CNS-98812 | EVC-98812 MO-24396 DR-70529 | RES-98712 TH-20920 VA-46528 
Р han E 
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Red Dot R9777 


ROOFTOP UNIT, RED DOT, R9777 - 12V/24V 
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COOL 6 НЕАТ VOLTAGE 


940 mm 
са = RO-98842 12V 
—— HW Е Е 1 RO-98844 24% 
= 
с = COOL ONLY VOLTAGE 
RO-98852 12V 
Ñ ЕЕ RO-98854 24V 
С 760 тт 
NS Е) 2090 ETU 
. COOLING 
CAPACITY: 45000 BTU 
Е. HEATING 
— R ER | AIRFLOW: | | 335CFM 
CURRENT 35А @ 12V 
DRAW: 175A @ 24V 
CASING: PLASTIC 
940mm 
= = WEIGHT: 29.5KG 
a pou 
НН НН | WIDTH: 760MM 
& J | 200 тт 
аса А і pe LL. і DEPTH: 940MM 
HEIGHT: 200MM 
REPLACEMENT, BLOWER |CONDENSER EVAPORATOR HEATER RECEIVER 
PARTS WHEEL COIL COIL FAN BLADE COIL MOTOR DRIER RESISTOR SWITCH |THERMOSTAT] TX VALVE 
PART N? CNS-98913 | ЕУС-98825 HTC-75939 DR-70521 TH-20920 VA-46983 
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Red Dot R9765 


Highgate 


ROOFTOP UNIT, RED DOT, R9765, 12V 
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PART № FUNCTION 
ESSA RO-98942 HEAT & COOL 
5 5 5 5 5 RO-98952 COOL ONLY 
27,000 BTU 
COOLING 
CAPACITY: 
Š " ё Ж ot 48,000 BTU 
HEATING 


AIRFLOW: 415CFM 


Stiv 35A (9 12V 
CASING: STEEL 
WEIGHT: 32KG 
WIDTH: 655MM 
DEPTH: 819MM 
dL HEIGHT: 228MM 


< > DS. 


127 тт 228 тт 127 mm 
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Red Dot E6100 


ROOFTOP UNIT, ELECTRIC, RED DOT, E6100, COOLING ONLY - 12V/24V 
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= FULLY CONTAINED UNIT WITH ELECTRIC COMPRESSOR 
a 
— PART N^ VOLTAGE 
d i RO-99012 12V 
RO-99024 24V 
2 
igam . 1,900 BTU 
CAPACITY ЕТ 
і AIRFLOW: | 290 CEM 
| CURRENT ВЗА @ 12V 
nn > DRAW: 79А @ 24V 
326 mm CASING: PLASTIC 
790 mm 
T ET WEIGHT: 20KG 
WIDTH: 645MM 
DEPTH: 790MM 
HEIGHT: 188MM 
© © 
- — 


An electric rooftop unit for use on heavy, medium and light duty trucks, construction and agricultural cabs. 
The E-6100 electric rooftop air conditioner is a self-contained unit incorporating a condenser, compressor, 
evaporator core, receiver drier and TX Valve. 
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Bergstrom Rooftop Unit 


BERGSTROM HD-1000 UNIT - 12V/24V - HEATING & COOLING 


PART N° VOLTAGE 
РА RO-98705 12V 
ФФ RO-98706 24V 
с» 
= = 25.900 BTU 
3 COOLING 
a я 
Bi CAPACITY: 34,000 BTU 
zs HEATING 
AIRFLOW: 6ӘО/СЕМІ 
CURRENT 52 А @ 12V 
DRAW: 16 А @ 24V 
CASING: PLASTIC 
WEIGHT: 38.6KG 
WIDTH: 667 MM 
DEPTH: 709 MM 
HEIGHT: 295 MM 


Highgate 
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* Heavy duty rooftop mount heater-A/C 
* Heavy duty steel construction 

* Durable double wheel plastic blower 

* Light integrated headliner control panel 


* Variable speed blower switch 

* Adjustable thermostat and water valve controls 

* Integrated receiver dryer and single fan condenser 
* High and low pressure switch 
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832 


Universal Electric Compressor 


ELECTRIC COMPRESSOR 


TYPE CAPACITY ROTATION CYLINDERS MOUNTING ANGLE MAXIMUM RPM 
PISTON 80cc CW OR CCW 2 90° LEFT/RIGHT 6000 
AMPS VS SPEED 
PART М? | MODEL | MOUNT | VOLTAGE FITTINGS Low Medium High COMMENTS 
(2000rpm) (4000rpm) (6000rpm) 
COE-15501 DIRECT 12V N?8 + N°10 O-Ring 45amps 55amps 65amps 
COE-15502 DIRECT 24V N?8 + N°10 O-Ring 40amps 50amps 60amps 


ELECTRIC 12V & 24V COMPRESSORS 


Highgate’s range of electric compressors are a compact 
unit powered by 12 & 24 Volts, designed to suit endless 
applications. With their 3 speed options you can achieve 
optimal cooling with conservative power consumption. 
2000 to 6000 rpm's available depending on the 
application. The Digital controller is mounted internally 
within the main housing and remains cooled by the suction 
flood back to the compressor. This also cools the internal 
brushless motor to operate the internal drive system. 


“ No more belts, engine pulleys or engineering mount brackets 
«Over and under voltage protection 

* Locked-rotor and current-limiting protection 

* Quick refrigerating speed 

* Double protection, capability of dustproof and waterproof IP68 
* Automatic reset 

* Integrated stucture, smaller size and easier to install 

* Fast, easy and efficient 


m 
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Ж = 
COMPRESSOR DIMENSIONS Iam E= 
SSH Em 
PART N° Li L2 L3 L4 L5 ПЕН. 
о 
COE-15001 | 208mm 73mm 61mm 13mm 13mm GA 
СОЕ-15002 | 209mm | 73mm | 62mm | 17тт | 13mm катаа 
MOUNTING BRACKET ВАЅЕ PLATE DIMENSIONS за 
SIDE VIEW 
PART № | MATERIAL| DEPTH WIDTH ' : 
Discharge hole: ID=15.5 D=L4 Suction hole: ID=18.3 D=L5 
AS-10316 | STEEL 260MM 260MM ? 1 
83 a 
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Red Dot Pressuriser & Filter Assembly 


Highgate 


FI-70501-KIT (12V) / FI-70502-KIT (24У) 


RED DOT PRESSURISER AND FILTER ASSEMBLY 


FI-75500 FI-75220 TU-54075 
TUBING FLEXIBLE DUCTING 75MM 


PRE CLEANER ASSEMBLY FILTER ELBOW SUITS FI-70500 (3.0 INCH) ID PVC COATED NYLON 
SPINE/METER 


` Ф 


CUSTOMER STORY 


Before this pressuriser system was installed, the evaporator 
coil would get wet, then dusty, and couldn't be cleaned, 
filling up the cab with dust. The driver was actually 
struggling to even get a clear view out the front window. 


Craig has blocked off all the original air inlets on the system, 
and fitted a pressuriser and filter system to pressurise the 
cab so it doesn't fill up with dust and brings in filtered, 

clean air. A very neat result, with a Highgate Air filter and 

pressuriser, tubing with stainless steel pipe and the heavy 
duty rubber 90 degree bend. 


This comes in 12V and 24V kits ready to go. 


Craig 


ТҮШ 


Heavy Duty Fleet owner in QLD 
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Customer Story 


Custom A/C Solutions... 


When we say cooling solutions are only limited 
by your imagination, we mean it! Highgate Air 
has nose dived into the sea, tackling another 
custom electric compressor solution - this time 
on the water! 


It was a pleasure working with our customer 
Jamie on this very unique job, providing a 
custom A/C solution for barge boats at a busy 
port. 


Tasked with delivering an A/C system that 
would withstand and perform in harsh 
conditions, an electric compressor was paired 
with large multi-flow condenser, twin fans, 

a purpose-built steel fan shroud and a high 
capacity ceiling mount evaporator unit. Jamie 
then plumbed the system together using the 
Lokring and Lokclip tool and fittings, and 
completed in style with a custom stainless steel 
housing unit. A very neat result! 


Read more customer stories at | 


